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Inspection Detail 

Case Status: PENDING ABATEMENT OF VIOLATIONS 

Note: The following inspection has not been indicated as closed. Please be aware that the information shown may change, e.g. violations may be added 
or deleted. For open cases, in which a citation has been issued, the citation information may not be available for 5 days following receipt by the employer 
for Federal inspections or for 30 days following receipt by the employer for State inspections. 


Inspection: 1286592.015 - Cargill Kitchen Solutions Inc 


Inspection Information - Office: Michigan Safety Gen 

Nr: 1286592.015 Report ID: 0552652 Open Date: 01/09/2018 

Cargill Kitchen Solutions Inc 
3100 Bonanza Rd 
Lake Odessa, MI 48849 
SIC: 

NAICS: 311999/All Other Miscellaneous Food Manufacturing 
Mailing: 3100 Bonanza Rd, Lake Odessa, MI 48849 


Union Status: Nonunion 


Inspection Type: 

Referral 



Scope: 

Partial 

Advanced Notice: 

N 

Ownership: 

Private 



Safety/Health: 

Safety 

Close Conference: 

01/12/2018 

Emphasis: 

N Amputate 

Close Case: 


Related Activity: 

Type 

ID 

Safety 


Referral 

1293506 

Yes 


Health 


Case Status: PENDING ABATEMENT OF VIOLATIONS 


Violation Summary 


Serious 

Willful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 

2 





2 

Current Violations 




1 


1 

Initial Penalty 

$12,600 

$0 

$0 

$0 

$0 

$12,600 

Current Penalty 

$0 

$0 

$0 

$6,300 

$0 

$6,300 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 



# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1 . 

01001 

Other 

408.10731(1) 

02/06/2018 


$6,300 

$6,300 

$0 

03/19/2018 

F - Formal Settlement 

Deleted 

2. 

01002 

Serious 

19100147 C04 I 

02/06/2018 

03/09/2018 

$0 

$6,300 

$0 

03/19/2018 

F - Formal Settlement 


Accident Investigation Summary 

Summary Nr: 102071.015 

Event: 12/13/2017 

Employee Reaches Into An Operating Chain Drive And Sustains 


At 3:00 p.m. on December 13, 2017, an employee was setting up a folded egg line. The employee reached into an operating chain drive. The employee's finger 







was amputated. 


Keywords: caught in, guard, finger, amputated, automatic machine, chain 



Inspection 



Degree 

Nature 

Occupation 

1 

1286592.015 



Non Hospitalized injury 

Amputation 
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